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ROTARY ENGINE UNIT EXCHANGE PROGRAM 


U. S. Suzuki Motor Corporation is prepared to offer to the Suzuki dealers an engine exchange 
program for all Suzuki RE-5 rotary engine motorcycles, (irrespective of warranty status). 


This program is intended to assist Suzuki dealers in exchanging rotary engine unit, and to make 
a high quality exchange engine unit available for the RE-5 owners at the most reasonable 
charges based on the cost of labor and parts. | 

Rotary engine units will be supplied on an exchange basis only. In order to qualify for the 
exchange engine program, the dealer must agree to immediately return the original engine 
upon receipt of the exchange engine. 


|. APPLICATION 


There are two applications in which an exchange unit may be installed in a RE-5 originally 
equipped with a Suzuki rotary engine. 


A. Installation in a Suzuki RE-5 not under the U. S. Suzuki Motor Corporation 
original engine warranty (out of warranty). 


B. Installation in a Suzuki RE-5 that is under the U. S. Suzuki Motor Corporation 
original engine warranty (under warranty). 


Note: The replacement, should one be necessary, must be confirmed by the area Rotary 
Engine Technical Representative. 
ll. ENGINE CONFIGURATION 


The exchange rotary engine unit from U. S. Suzuki Motor Corporation will consist of the 
following parts: 


1. The rotary engine unit assembly. 
2. The rahe hand counterweight. 
3. The left hand counterweight and counterweight nut. 
4. The port valve assembly. 
U. S. Suzuki Motor Corporation will not be responsible or return or credit any parts 


account for any rotary engine units received with more than the above described parts: 
Rotary engine unit must be returned with factory seal intact and not disassembled. 


lll. CHARGES 


A. Out of Warranty 


i; 


Core Deposit — In all exchange rotary engine unit, a charge of $300.00 will be 
made for a core deposit which will be added to Parts Account. Credit will be 
issued to the dealer for this deposit when the unit core is returned to U. S. Suzuki 
Motor Corporation with factory seal intact and not disassembled. 

Exchange Charge — 

U. S. Suzuki Motor Corporation exchange charge to dealer. $ 90.00 
Suggested exchange charge to customer by dealer 


plus labor, applicable taxes and lubricants. $ 124.00 


Example — Dealer Exchange 


U. S. Suzuki Motor Corporation exchange charge $ 90.00 
Core Deposit | $ 300.00 
Invoice to Dealer $ 390.00 


Credit to Dealer parts account on receipt of rotary engine 


unit core on parts memo $ 300.00 
Net exchange charge to dealer $ 90.00 


Labor Charge to Customer — It is suggested that the labor operation for removal 
and reinstallation (R & R) of the rotary engine unit outlined in the respective 
vehicle suggested flat rate manual, be used as a labor charge to the customer. 
Example — Customer Charges 

Suggested labor operation 5.0 hours 

Labor charge to customer 5.0 hours 

multiplied by individual dealer hourly 


retail labor rate. 


Example — 5.0 hrs. x $10.00 per hour retail rate = $50.00 labor 


B. Under Original Warranty 

Core Deposit 

1. In event it is necessary to exchange a rotary engine unit during its original 12 
months or 12,000 miles unit warranty period, a core deposit to the dealer for the 
core will be made as noted in Section A of Charges. 

2. Under Warranty Labor — When a U. S. Suzuki Motor Corporation Rotary engine 
unit is used for warranty: exchange, the labor for removal and reinstallation of 
rotary engine unit will be reimbursed on a standard U. S. Suzuki Motor 


Corporation warranty claim as follows: 


Suggested flat rate labor time x warranty hourly rate = warranty labor charge. 


IV. REGISTRATION 
Enclosed with each exchange rotary engine unit will be a registration card, which must be 
filled out completely and sent to U. S. Suzuki Motor Corporation in order to ensure your 
warranty on the replacement. 
A. This card requires the following: 
1. Engine Number 
2. Frame Number 
3. Mileage 
4. Installation Date 
5. Customer Signature 
6. In addition the card must be marked yes or no whether repair was under warranty. 
*Upon fully completing this card the top copy will be attached to your warranty claim; the 


second copy for dealer file and hard copy will be sent with the original rotary engine unit 
to Santa Fe Springs, California warehouse. 


U. S. Suzuki Motor Corporation will, by return mail, send a Servi-Card and Exchange 
Rotary Engine Warranty Policy Guide to the customer. 


V. WARRANTY 


The U. S. Suzuki Motor Corporation rotary engine unit is warranteed for 6 months or 
6,000 miles against defect in material or workmanship when installed by a U. S. Suzuki 


V. WARRANTY (Continued) 


Motor Corporation authorized rotary dealer. This warranty applies when the rotary engine 
unit is installed on an exchange basis, ina Suzuki RE-5 in which the original warranty has 
already expired or is near expiration. 


In the event it is necessary, and an authorization has been given by the Rotary Engine 
Technical Representative to install an exchange rotary engine unit in a vehicle which is still 
within the original RE-5 New Vehicle warranty of 12 months or 12,000 miles, a rotary 
engine unit will be supplied. In such case, the remaining original engine warranty or 
exchange warranty, whichever is greater, will be in effect. 


Example — Remaining original warranty 1,000 miles 1 mos. 
Exchange warranty 6,000 miles 6 mos. 


The customer would receive the latter of the two. 


-Example — Remaining original warranty 10,000 miles 10 mos. 
Exchange warranty 6,000 miles 6 mos. 


The customer would receive the former of the two. 


Vi. FREIGHT AND HANDLING 


A. U.S. Suzuki Motor Corporation will pay all the freight charges for the Rotary Engine 
Unit Exchange Program. 


1. The authorized rotary dealer should return all original rotary engine units freight 
collect, VIA: Common Carrier Motor Freight. 


B. The original rotary engine unit should be shipped in the same container that the 
exchange engine was received. 


1. Prior to packing, the original rotary engine unit must be drained of all coolants, 
fuels, lubricants. 


2. If-the original rotary engine unit is not returned in the original shipping container, 
the dealer will be charged $10.00 for handling. In such case, the shipping dealer 
will also be responsible for any damage to the engine core or any other damages 
caused during transit resulting from any spilled coolant, fuels, or lubricants. The 
above charges would be invoiced to the dealers parts account. 
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—s U. S. Suzuki Motor Corporation (hereinafter Suzuki) warrants that each rotary —— 
a2. engine unit shall be free, under normal use and maintenance, from any defects in = 
_= material or workmanship, subject to the following terms and conditions: — 
= 1. Rotary Engine Unit Exchange — As used herein, the term “Rotary Engine — 
= Unit” shall mean engine assembly. —— 
— 1. The rotary engine-unit assembly. =< 
—, 2. The right hand counterweight. — 
= 3. The left hand counterweight. a 
SS 2. Term — This warranty shall exist for 6 months or 6,000 miles whichever = 
S= occurs first. The warranty term shall be computed from the time of = 
== installation of the rotary engine unit by an authorized Suzuki rotary dealer. —— 
—s3 A. Limitations — This exchange warranty applies only to the rotary engine unit and —— 
— internal parts thereof. This warranty shall not apply to or include any rotary ‘oe 
—— engine of the following: a 
== 1. That received any repair or replacement as a result of any accident, misuse, = 
= racing or any competition. <— 
= 2. That has been modified with a different or accessory muffler, carburetor, 6 — 
= ignition, or air cleaners. — 
—S That has received or been subjected to any structural changes. —s 
SS 4. That has not had periodic maintenance services performed at the required — 
= intervals. = 
Ss} 5. That has been serviced by other than a authorized Suzuki rotary dealer: or —a 
Si that has had factory seal broken. — 
— B. Limited Liability — The liability of U. S. Suzuki Motor Corporation under this — 
= warranty is limited solely to the exchange of the rotary engine unit and the cost = 
Ss of parts and labor to effect such an exchange. U. S. Suzuki shall not be liable for — 
SS any incidental, special, consequential, or exemplary damage, or for any service =— 
= not expressly provided for herein, relating to or arising from the Suzuki —— 
= exchange unit. — 
= C. Limited Warranty — This warranty is given in lieu of all other warranties, = 
Ss expressed or implied, including any warranty of merchantability or fitness for a ae 
— particular purpose, on the part of U. S. Suzuki Motor Corporation, or the — 
= Suzuki dealer installing the exchange unit. No dealer, nor any agent or employee = 
== thereof, is authorized to extend or enlarge this warranty. —— 
<= U. S. Suzuki Motor Corporation = 
=} 13767 Freeway Drive | =a 
— Santa Fe Springs, California 90670 — 
ar —— 
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